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E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, UK, CZ 

SUBJECT: UK OSCILLATORS TO CZECHOSLOVAKIA - IE 1544 
REF: COCOM DOC (75)1259 

NO OBJECTION TO MODEL 456 OSCILLATOR. OBJECT TO MODEL 454E 
WHICH WITH A EREQUENCY OE 36 GHZ TO 38 GHZ OPERATES IN 
A RANGE PRIMARILY USED BY THE MILITARY. IT IS ALSO 
SMALL PACKAGED, HAS HIGH RELIABILITY AND LOW POWER 
CONSUMPTION, ALL FACTORS WHICH ARE NOT BELIEVED TO BE 
NEEDED FOR THE STATED END USE AND WHICH MAKE THE 454F 
IDEALLY SUITED TO MILITARY PURPOSES. INGERSOLL 
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